The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/14/2010 


Jeremy Bucci 

Assistant District Attorney, Suffolk County 
Dear ADA Bucci, 

Enclosed is the infoiTnation you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Documents included with the submission of the sample 

4. Analysis sheets with chemist’s hand notations, test results and photographs. 

5. Gas Chromatograph analytical data for sample with cocaine and heroin 

standard and 2 "^ with opium standard.) 

6. GC/Mass Spectral analytical data for sample # with morphine standard 

and with opium standard.) 

GC/MS testing was performed by Peter Piro. All other analyses were performed by Aimie Khan 
(Dookhan). If you have any questions about these materials, please call me at the number below. 



Sincerely 

Armie Klian (Dookhan) 
Chemist H 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 






PLEASE PRINT CLEARLY OR TYPE ALL INFORJVlATION 


Boston Drug Laboratory 
Tel (617) 9S3-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health aud Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: ■T 


_Police Reference No.: 

Name and Rank of Submitting Officer: ai a/ 
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Date Analyzed: 


City: Boston Police Dept. 

Officer: Detective STEPHEN MCMANUS 
Def:^| 




Amount: 

No. Cont: 2 Cont: pc 

Date Rec'd: 06/30/2010 
Gross Wt.: 955,00 


Subst: LIQUID 

No, Analyzed: 

Net Weight: 


Prelim: 




# Tests: \T.<V5.0 
Findings: iTOf" ) 

' ^ p »' U 
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U.S government printing OFFICE: 2009^572*169 


DEPARTMENT OF HOMELAND SECURITY 

U.S. Customs and Border Protection 

CUSTODY RECEIPT for SEIZED PROPERTY md 

Handbook 5200-09 


4787008 


i.FPFNo. 

aHfflBSIBlEaElBBmBlfflBa 


3. Investigative Case No. 

□□□□□□□□□□□□□□ 



□□□□□□□□□□□□a 


5. Prior Detention?, 

6. Date Seized (mm/dd/yyyy) 

7, Time Seized (Use 24 Hrs) 

1 8, FDiN/Misc. 

YesD No^ if yes, CBP 6051D No. . 

<30 ^ CJ> ^ (5o / O 

/Y,-30 



9. Seized Fn 
Name: 


Address; 


I elephone Ni 



10. Enfiy No. 


11. Seal or Other ID Nos. 


12. Remarks; 


13. Send Correspondence to: 




'14. PROPERTY (By Line item) Attach CBP Form 58 if conveyance 


a. Line 
Item No. 


b. Description 


c. Packages 
Number Type 


d. Measurements 
Q'ty. UM 
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DEPARTMENT OF HOMELAND SECURITY 
U.S. CUSTOMS AND BORDER PROTECTION 
LABORATORIES AND SCIENTIFIC SERVICES 

Chicago Laboratory, 610 South Canal Street, Suite 1100 Chicago, IL 60607 
312-983-9300; 312-886-2210 (Fax) 


LABORATORY REPORT 


Lab Report#: 
Submitted by; 
Received: 

Sample Description: 
Sample Components: 


Michael Manning 

06(08/2010 Reported: 06/14/10 

2 bottles of liquid in 2 shampoo bottles as listed on CBPF 6051S-4787008 & evidence bag # 
L0577966 

Suspected Narcotics 



Information Requested: Analysis 
Narrative: 

This samplecons^ts of two shampoo bottles of darkbroro liquid as listed on 
CBPFand sealed in evidence bag Both bottles 

contain Opium, a Schedule II controlled substan^^^^^^^sample will be 
returned to the submitting officer. 


Initial gross weight as received in evidence bags: 
white—bottle - 13 0.43g black bottle - 828.16g 


Final gross weight of the bottles by themselves after analysis: 
vrhite bottle - 88.87g black bottle - 798.05 

CBPL Methods: FO-01, FO-02, 50-11, & 29-19 


Analyst 


Approved By 


Neele Shepard P 3 ^„ 

___ _ ___ Assistant Laboratory Director 

rbfs U.S- Customs and Border Protection laboratory report and any attached ffJes or information are provided 'Tor Official Use Oniy'L Results 
;ontained m this laboratory report relate only to the items tested. The Laboratory report may contain information that may be exempt from public 
elease. under the Freedom of Information Act (5 U.S.C. 562) (FO)A) and/or the Privacy Act (5 U.S.C. 552a), or may be "Law Enforcemer^t Sensitive", 
'he information provided should not be employed for any other use that Is not consistent with a use for v^hich it has been provided and shall not 
reproduced, except in full. All FOiA or any other requests for information pertaining to this laboratory report must be directed to the originator, 
J.S. Customs and Border Protection, Office of Information and TechnoJogy, Laboratories and Scientific Services for review and subsequent 
elease. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 

No. of samples tested: 


AGENCY 


ANALYST 0,^0 
Evidence Wt 


PHYSICAL DESCRIPTION: 

C- ( OC-V \\\.~^nS' 2-5 o'i. 

OVcvo^ -NjvOnvO \ V 


Gross Wt { %)'. ^ b- S 

Gross Wt ( \ 

Pkg. Wt: ^ ^ ^ 

Net Wt: 5 \- n 

C\\qvA.\C^ 


CtH'Sv'^C' <^e.\ ^o'-^c>^e ^e.'^cvxO 

LVcOoe.\ec^^ 


PRELIMINARY TESTS 

Spot Tests 

Mlcrocrvsfalllne Tests 

Cobalt 

Thiocyanate J_ 

-) ' 

Gold 

Chloride 

Marquis __ 


TLTA( ) 

Froehde's_ 

V 

OTHER TESTS 

Mecke’s_ 

4- 

^\\\ 6 .-=’ - 

Gr c, :? -V ot>oLi.m lopic^^e Ob-^o 

GC - -V OOv^iLCSX O'4'0~^-\0 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS Oc>LO^t~vv |r)Pv<:u\<=> RESULTSi fot^OroV\oi6> 

© OR 

DATE MS 

OPERATOR _ 

DATE oh-oD-- VO 

© o-i-os-\o 

Revised 7/2005 
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Sequence: C:\HPCHEM\1\SSQUENCE\CBS.S 


Sequence Table (Front Injector); 

Method and Injection Info Part: 

Line Location SampleName Method Inj SampleType InjVolume DataFile 


7 7 


GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 

GENSCAN 

1 

Sample 

1.0 


Sequence Table (Back Injector): 
No entries - empty table! 
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Instrument 3-6/30/2010 3:53:10 PM ASD 



Data File C:\HPCHEM\1\DATA\001F0101.D 


Sample Hame: BLANK 


Injection Date : 6/30/2010 3:44:11 PM Seq. Line : 1 

Sample Name : BLANK Location : Vial 1 

Acq. Operator : ASD Inj : 1 

Acq. Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : 

Multiplier : 

Dilution : 

Sample Amount : 

Use Multiplier & Dilution 


Signal 
1.0000 
. 1,0000 
1.00000 
Factor with 


[fleeps] 

ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA'^’s) [pA] % 

-I-I-I-I-I-!- 

1 1.088 BB S 0.0154 1.13432e5 1.15645e5 1.000e2 


Totals : 


l,13432e5 1.15645e5 


Results obtained with enhanced integrator! 


End of Report *** 
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nstrument 3 6/30/2010 4:03:12 PM ASD 











Data File C:\HPCHEM\1 \DATA\002r0201 . D 


Injection Date 
Sample Name 
Acq. Operator 
Acq. Instrument 
Sequence File 
Method 
Last changed 


6/30/2010 4:07:36 PM Seq. Line 

HEROIN STD Location 

ASD Inj 

Instrument 3 Inj Volume 

C:\HPCHEM\1\SEQUENCE\CBS,S 
C:\HPCHEM\1\METHODS\GENSCAN.M 
12/15/2008 12:38:16 PM by ASD 


Sample Name: HEROIN STD 


2 

Vial 2 
1 

1 pi 


FOR UNKNONN SAMPLES 


FID1 A. (002F0201.D) 


pA 

350 ' 

300 - 

250- 

200 - 

150- 

100 - 
50 A 


L- 


CO 

CD 


“T 

12 


10 


14 


16 


18 mN 


Area Percent Report 


Sorted By : 

Multiplier : 

Dilution : 

Sample Amount : 

Use Multiplier & Dilution 


Signal 
1.0000 
1.0000 
1,00000 
Factor with 


[fleeps] 
ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min) [pA^s] [pA] % 


1 1.089 BB S 0.0161 1.27560e5 1.28000e5 99.81358 

2 5.678 PB 0,0229 238.24471 157.40854 0.18642 


Totals : 1.27798e5 1.28157e5 

Results obtained v^ith enhanced integrator! 

End of Report 


.cifrnment 3 6/30/2010 '4 : 2 6 : 37 PM ASD 
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Sample Name; BLANl 


Data File C:\HPCHEMM\DATA\003F0301.D 


Injection Date 
Sample Name 
Acq. Operator 


6/30/2010 4:31:02 PM 

BLANK 

ASD 


Acq. Instrument 
Sequence File 
Method 
Last changed 


FOR UNKNOWN SAMPLES 


Instrument 3 

C;\HPCHEM\1\SBQUSNCE\CBS.S 
C:\HPCHEM\1\METHODS\GENSCAN.M 
12/15/2008 12:38:16 PM by ASD 


Seq. Line 
Location 
In j 

Inj Volume 


3 

Vial 

1 


1 pi 


3 


FfD1 A. (0a3F0301.O) 


pA 

350 H 
300 

250 

200 

150H 


<o 

CO 

o 


100 


50 H 




-f -,-.-".!.'-'-^-1-!-•-«-^-f-^^'- 

8_ 10 _ 12 _ 14 16 _ 18 min! 


Area Percent Report 


Sorted By : 

Multiplier ; 

Dilution ; 

Sample Amount : 

Use Multiplier & Dilution 


Signal 
1,0000 
1.0000 
1.00000 
Factor with 


[fieeps] 
I STDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area 
# [min] [min] [pA^s] 


Height Area 
[pA] % 


1 1,088 BB S 0.0155 1.10073e5 1.12061e5 1.000e2 


Totals : 


1.10073e5 1.12061e5 


Results obtained vdth enhanced integrator! 


End of Report 


Instrument 3 6/30/2010 4:50:03 PM ASD 
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Data File C:\HPCHEM\1\DATA\004F0401 , D 


Sample Name: BlO-07409”! 


Injection Date 
Sample Name 
Acq. Operator 
Acq. Instrument 
Sequence File 
Method 

Last changed 
FOR UNKNOWN SAMPLES 


6/30/2010 4:54:33 PM 


ASD 

Instrument 3 

C:\KPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\1\METHODS\GENSCAN.M 
12/15/2008 12:38:16 PM by ASD 


Seq. Line 
Location 
Inj 

Inj volume 


Vial 4 

1 

1 pi 


FI01 A. (004F040LD) 


pA ^ 

350 ^ 

300- 

250- 

200'i 

150 

100 V 

50- 


q 

CNf 


CO 

K 


lO [ 




CO 

CO 

Oi 

ip 


CD 

q 

o 


T“ 

16 


10 


12 


—p- 

14 


IS m\ri 


Area Percent Report 


Sorted By : 

Multiplier 

Dilution : 

Sample Amount : 

Use Multiplier ^ Dilution 


Signal 
1.0000 
1.0000 
1.00000 
Factor v^ith 


[fleeps] 

ISTDs 


(not used in calc,) 


Signal 1: FIDl A, 


Peak 

# 

RetTime 
[min] 

Type 

Width 

[min] 

Area 

[pA^s] 

1 _ . _' _ 

Height 

[pA] 

Area 

% 

i 

1 

1.087 

j 1 

BB S 

0.0157 

1 - 

1.12449e5 

1 . 

1.14730e5 

99.14224 

2 

2.015 

VV 

0.0233 

145,24472 

88.78933 

0.12806 

3 

4.512 

PV 

0.0171 

176,02522 

159,67064 

0.15519 

4 

4.728 

BV 

0.0250 

404.21317 

241,39130 

0.35638 

5 

5.074 

VV 

0.0657 

107.61972 

20.26603 

0.09488 

6 

6.933 

VB 

0.0344 

37.81284 

17.22587 

0,03334 

1 

10.926 

BB 

0.0602 

101.97555 

21,75723 

0,08991 


Totals 


1.13422e5 1,15279e5 


Results obtained v/ith enhanced integrator! 

End of Report 


Tn.c,Frnn-.t:^nt 3 6/30/2010 5:13:34 PM'ASD 
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Data File C:\HPCHEM\1\DATA\005F0501.D 


Sample Wame; BLANK 


Injection Date : 6/30/2010 5:17:58 PM Seq. Line : 5 

Sample Name : BLANK Location : Vial 5 

Acq. Operator : ASD Inj i 1 

Acq, Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C;\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\1\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 

Sample Amount r 1,00000 [fleeps] (not used in calc.) 
Use Multiplier & Dilution Factor with ISTDs 


Signal 1: FIDl 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA^s] [pA] % 

-I-I-I-—-j-I- 

1 1,088 BB S 0,0157 l,11941e5 l,13797e5 1.000e2 

Totals : 1.11941e5 1.13797e5 

Results obtained with enhanced integrator! 

End of Report 


Instrument 3 6/30/2010 5:36:59 PM ASD 
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Data Pile C:\HPCHSM\1\DATA\006F0601.D 


Sample Namei BlO-07409-2 


Injection Date : 41: 25 PM Seq. Line 

Sample Name ^ Location 

Acq. Operator : ASD Inj 

Acq, Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\1\SEQUPNCE\CBS.S 
Method . : C;\HPCHEM\1\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38r16 PM by ASD 
FOR UNKNOWN SAMPLES 


6 

Vial 6 
1 

1 pi 



Area Percent Report 


Sorted By 
Multiplier 

Dilution- : 

Sample Amount : 

Use Multiplier & Dilution 


Signal 
1,0000 
1,0000 
1.00000 
Factor vuth 


[fleaps] 
ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak 

RetTime 

Type 

Width 

Area 

Height 

Area 

# 

[min] 


1 

[min] 

_ ^ ^ 3 

[pA*s] 

tpA] 

% 

1 

1.088 

BB 

i 

S 

i 

0.0152 

_ 1 

1.11173e5 

1.12795e5 

99,26683 

2 

2.014 

PV 

T 

0.0217 

118,09007 

78.75029 

0.10544 

3 

3,335 

BV 


0,0210 

20.28979 

13.33457 

0.01812 

4 

4.512 

BV 


0,017? 

132.86125 

117.13357 

0,11863 

5 

4.726 

BV 


0.0240 

302.95496 

188.16170 

0.27051 

6 

5.074 

VV 


0.0637 

105.41402 

20.3544? 

0.09412 

7 

6.933 

VB 


0.0327 

37.62251 

18,13427 

0.03359 

8 

10.926 

PB 


0.0526 

103,87697 

24,44652 

0,09275 


Totals : 1.11994e5 1.13255e5 


Results obtained with enhanced integrator! 


End of Report 
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Instrument 3 6/30/2010 6:00:25 PM ASD 

















Data File C:\HPCHEM\1\DATA\007F0701.D 


Sample Name: BLANK 


Injection Date ; 6/30/2010 6:04:57 PM 

Sample Name : BLANK 

Acq. Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C;\HPCHEM\1\SEQUEWCE\CBS.S 

Method : C: iHPCHEMM \METHODS\GENSCAN , M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAI4PLES 


Seq. Line : 7 

Location : Vial 7 
Inj : 1 

Inj Volume : 1 \il 


FfDIA, {007F070LD) 


pA 1 CO 


350 


300 


250 


200 - 


150 


100 - 

;! 


50 ^ 




12 


14 


— 

16 


18 mirj 


Area Percent Report 


Sorted By : 

Multiplier : 

Dilution * : 

Sample Amount : 

Use Multiplier & Dilution 


Signal 
1.0000 
1.0000 
1.00000 
Factor vjith 


[fleeps] 

ISTDs 


(not used in calc,} 


Signal 1: FIDl A, 

Peak RetTime Type Width . Area Height Area 

# [min] [min] [pA*s] [pA] % 

--l_„-- 

1 1.088 BB S 0,0157 1.12150e5 l,13796e5 l,000e2 


Totals : 1.12150e5 1.13736e5 

Results obtained with enhanced integrator! 

End of Report 
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nstrument 3 6/30/2010 6:23:57 PM ASD 









Data File C:\HPCHEM\1\DATA\008F0801.D 


Sample Mame: COKE/CODIENE ST 


Injection Date : 6/30/2010 6:28:20 PM Seq. Line 

Sample Name : COKE/CODIENE ST Location 

Acq. Operator : ASD Inj 

Acq, Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCKEMM\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


8 

Vial 8 
1 

1 pi 



Area Percent Report 


Sorted By 

: Signal 



Multiplier 

1,0000 



Dilution 

: 1.0000 



Sample Amount 

: 1,00000 

[fleeps] 

(not used in calc 

Use Multiplier 

& Dilution Factor with 

ISTDs 



Signal 1; FIDl A, 

Peak RetTime Type 
# [min] 

f - i. i 

Width 

[min] 

Area 

[pA*s] 

Height 

[pA] 

Area 

% 

1 

1, 088 

! i 

BB S 

0.0155 

1.14035e5 

! 1 
1.15431e5 

99.30661 

2 

3.806 

BB 

0.0136 

348.62311 

400.74307 

0.30360 

3 

4 .515 

PB 

0.0167 

447.60764 

402.43005 

0.38980 


Totals : 1.14831e5 1.16234e5 

Results obtained with enhanced integrator! 

End of Report 
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Instrument 3 6/30/2010 6:47:20 PM ASD 














Sample Name: BLANK 


Data File C:\HPCHEM\1\DATA\009F0901.D 


Injection Date : 6/30/2010 6:51:44 PM 

Sample Name : BLANK 

Acq, Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


Seq. Line 
Location 
Inj 

Inj Volume 


9 

Vial 

1 


1 pi 


9 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 

Sample Amount 

Use Multiplier 

Dilution 

signal 
1.0000 
1.0000 
1.00000 
Factor with 

[fleeps] 
ISTDs 

(not used in calc 

Signal 1: FIDl A/ 





Peak RetTime Type 
# [min] 

Width 

[min] 

Area 
[pA*s] 

_ { 

Height 

[pA] 

Area 

% 

1 - i 

1 1.088 BB S 

o.oisg' 

1 

1.12068e5 1 

. 12346e5 

i ] 

l,000e2 

Totals : 


l,12068e5 1 

. 12346e5 



Results obtained with enhanced integrator! 

End of Report *** 


rnstrument 3 6/30/2010 7:10:45 PM ASD 


Pace 1 of 1 

Folk OIG PRR 045966 














Sequence: C : \HPCHEM\ 1 \SEQIJENCE\CBS . S 


Sequence Table (Front Injector): 
Method and Injection Info Part: 
Line Location Sainplet'3ame I 


1 

Vial 

1 

2 

Vial 

2 

3 

Vial 

3 

4 

Vial 

4 

5 

Vial 

5 

6 

Vial 

6 

1 

Vial 

7 

8 

Vial 

8 

9 

Vial 

9 

10 

Vial 

10 

11 

Vial 

11 

12 

Vial 

12 

13 

Vial 

13 

14 

Vial 

14 

15 

Vial 

13 

16 

Vial 

16 

17 

Vial 

17 

18 

Vial 

18 



GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 
GENSCAN 1 
GENSCAN 


In j 

SampleType 

InjVolu 

1 

Sample 

l.On. 

1 

Sample 

1,0 

1 

Sample 

1.0 

1 

Sample 

1. 0 

1 

Sample 

1.0 

1 

Sample 

1.0 

1 

Sample 

1.0 

I 

Sample 

1.0 

1 

Sample 

1.0 

1 

Sample 

1.0 \ 

1 

Sample 

1.0 J 

1 

Sample 

1.0 

1 

Sample 

1.0 

1 

Sample 

1.0 

± 

Sample 

1.0 

1 

Sample 

1.0 

1 

Sample 

1.0 

I 

Sample 

1.0 












Sequence Table (Back Injector): 
No entries - empty table! 








.“ 2.0 


O-'V' 


O^- 


-\0 


^ 1 / 1 £ / 7 Hi r) 7 • D ’ 7 Q Zi ^ P, 


Folk'"b?G PRR^ 045967 





Sample Name: BLANK 


Data File C:\HPCHEM\1\DATA\001F0101.D 


Injection Date : 7/7/2010 9:09:11 AH Seq. Line 

Sample Name : BLANK Location 

Acq. Operator : ASD Inj 

Acq. Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEH\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\HETHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


1 

Vial 

1 

1 pi 


1 


FID1A, (001F0101.D) 


pA*] g 


350 d 

■j 

j 

J 

300 i 

250 

200 

150 ^ 

100 ^ 

50- 




"T“ 

14 


:z] 


10 


16 


18 min! 


Area Percent Report 


Sorted By : 

Multiplier : 

Dilution : 

Sample Amount . : 

Use Multiplier & Dilution 


Signal 

1.0000 

l.OOdO 

1,00000 [fleaps] 

Factor with'ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA^s] [pA] % 

-I-]-[-I-]-I-- 

1 1,087 BB S 0.0157 1.18144e5 1.20470e5 1.000e2 

Totals : 1.18144e5 1.20470e5 

Results obtained with enhanced integrator] 

*** End of Report 




Folk OIG PRR 045968 











Sample Name: OPIUM STD 


Data File C:\HPCHEMM\DATA\002F0201.D 


Injection Date : 7/7/2010 9:32:38 AM Seq. Line 

Sample Name ; OPIUM STD Location 

Acq, Operator : ASD Inj 

Acq. Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\1VSEQUENCEXCBS.S 
Method ; C : \HPCHEMM\METH0DS\GENSCAN . M 

Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAMPLES 


2 

Vial 2 
1 

1 pi 



Area Percent Report 


Sorted By 
Multiplier 
Dilution 
S.ample Amount 
Use Multiplier & 


: Signal 

: 1.0000 

: 1.0000 

. 1.00000 

Dilution Factor with 


[fleeps] 

ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak 

# 

RetTime 

[min] 

Type 

1 — 3 

Width 

[min] 

. j 

Area 

[pA*s] 

i . . __ 1 

Height 

[pA] 

Area 

% 

j 

1 

1 . 087 

BB S 

.I 

0.0160 

1 ^ 1 

1.15586e5 

1.17576e5 

99.52956 

2 

4.508 

BV 

0,0166 

•45.81218 

43.35274 

0.03945 

3 

4 , 723 

BV 

0,0216 

324.86392 

234.83994 

0.27974 

4 

5.069 

VV 

0.0680 

51.01211 

8.91171 

0.04393 

5 

6,929 

PB 

0.0318 

47.64728 

22.43432 

0.04103 

6 

10.907 

PV 

0.0529 

76.99828 

18,08206 

0,06630 


Totals : 1.16132e5 1.17904e5 


Results obtained with enhanced integrator! 


■k-kic Qf y^eport 


7 / 7 / 9 m ,0 0 ‘ 




Folk OIG PRR 045969 


{1 Tft 













Data File C:\HPCHEH\1\DATA\003F0301.D 


Sample Name: BLANK 


Injection Date : 7/7/2010 9:56:05 AM Seq. Line : 3 

Sample Name : BLANK Location : Vial 3 

Acq. Operator : ASD Inj : 1 

Acq- Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 



Area Percent Report 


Sorted By : Signal 
Multiplier : 1.0000 
Dilution : 1.0000 

Sample Amount : 1.00000 [fleeps] (not used in calc.) 
Use Multiplier ^ Dilution Factor with ISTDs 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA^s] [pA] % 


1 1.087 BB S 0.0164 1.16359e5 1.16330e5 1.000e2 

Totals : 1.16359e5 1.16330e5 

Results obtained with enhanced integrator! 

End of Report 


nstrument 3 7/7/2010 10*1 aco 


Folk OIG_PRR_045970 








Data File C:\HPCHEM\1\DATA\004F0401.D 


Sample Name: 810-07409-1 


Injection Date 

AM 

Seq, Line 

4 

Sample Name 


Location 

Vial 4 

Acq. Operator 

ASD 

Inj 

1 

Acq. Instrument 

Instrument 3 

Inj Volume 

1 pi 

Sequence File 

C;\H PCHEM\1\SEQUENCE\CBS.S 




Method : C ;\HPCHEMM\METHODS\GENSCAN . M 
Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAi^PLES 





Area Percent Report 


Sorted By 
Multiplier 
Dilution 
Sample Airiount 
Use Multiplier & 


: Signal 

; 1.0000 

1.0000 

: 1.00000 

Dilutio.n Factor with 


[fleeps] 

TSTDs 


{not used in calc.) 


Signal 1: FIDl A, 


Peak 

RetTime 

Type 

Width 

Area 

Height 

Area 

# 

[min] 


I 

[min] 

[pA^s] 

[pA] 

_ 

% 

__ 

__ 1 

1 

1.088 

BB 

i 

S 

0.0162 

1.13407e5 

1.15386e5 

99.14739 

2 

1.485 

BV 

T 

0.0196 

21.86250 

15.87572 

0,01911 

3 

2,012 

PV 

T, 

0.0200 

132.37691 

96.60824 

0,11573 

4 

4 .509 

BV 


0.0163 

178.48904 

169.51624 

0.15605 

5 

4.726 

BV 


0.0205 

392.61697 

276.8806B 

0.34325 

6 

5.068 



0.0650 

114.82917 

21.61964 

0.10039 

1 

6. 931 

BB 


0,0317 

36.73068 

17.56229 

0.03211 

8 

10.916 

BV 


0,0551 

98,32417 

21.70296 

0.08596 


Totals ; 1.14382e5 1.16005e5 


Results obtained with enhanced integrator! 


End of Report 


Folk OIG PRR 045971 


“7 / -7 / o n I r, 


j o . *:? c TxKr. TV o r% 
















Data File C:\HPCHEM\1\DATA\005F0501.D 


Sample Name: BLANK 


Injection Date : 7/7/2010 10:43:02 AM 

Sample Name : BLANK 

Acq. Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C;\HPCHEM\1\SEQUENC£\CBS,S 

Method : C;\HPCHEM\l\METHOD$\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAi/PLES 


Seq. Line 
Location 

Inj Volume 


5 

Vial 5 
1 

1 pi 



Area Percent Report 


Sorted By : 

Multiplier : 

Dilution , : 

Sample Amount : 

Use Multiplier Sl Dilution 


Signal 
1.0000 
1.0000 
. 1.00000 
Factor with 


[fleeps] 
ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width Area 

# [min] [min] [pA^s] 


Height Area 
[pA] I 


1 1.088 BB S 0.0161 1.15651e5 1.16389e5 1.000e2 


Totals : 


1.15651e5 i.16389e5 


Results obtained vjith enhanced integrator! 


End of Report 




Folk OIG PRR 045972 













Data File C:\HPCHEM\1\DATA\006P0601.D 

Injection Date r 777/201^^^06: 29 AM 
Sample 

Acq. Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCHEM\1\SEQUENCE\CB$.S 

Method : C: \HPCHEiM\l\METHODS\GEHSCAl>3. M 

Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAMPLES 


Sample Name: B10'-07^09”2 

Seq. Line : 6 

Location : Vial 6 
Inj : 1 

Inj Volume : 1 pi 



Area Percent Report 


Sorted By : 

Multiplier : 

Dilution . : 

Sample Amount : 

Use Multiplier S Dilution 


Signal 

1.0000 

1,0000 

1.00000 [fleeps] 
Factor v^ith ISTDs 


. (not used in calc.) 


Signal 1: FIDl 


Peak 

# 

RetTime Type 
[min] 

1 1 1 

Width 

[Klin] 

Area 
[pA*^ s] 

Height 

[pA] 

1 ^ 

Area 

% 

j 

1 

1.087 

i j 

BB S 

0.0158 

1 , 1 

1.13487e5 

I 

1.14554e5 

f 

99.29308 

2 

2.013 

W 

0.Q1S9 

112.51297 

82.60954 

0.09844 

3 

4.509 

BV 

0.0168 

133.82146 

126.56581 

0.11708 

4 

4.724 

BV 

0.0202 

299.44946 

221.86113 

0.26200 

5 

5.069 

W 

0.-0637 

111.13820 

21.02807 

0.09724 

6 

6. 928 

BB 

0.0304 

36.58449 

17,89214 

0.03201 

7 

10.916 

BB 

’0.0610 

114.46957 

24.97424 

0.10015 


Totals 


1.14295e5 1.15049e5 


P^esults obtained with enhanced integrator! 

End of Report 


Folk OlG_PRR_045973 


Instrument 3 7/7/2010 11:25:30 AM ASD 










Sample Name: BLANK 


Data File C:\HPCHEMM\DATA\007F0701.D 


Injection Date ; 7/7/2010 11:30:02 At/ Seq, Line 

Sample Name : BLANK Location 

Acq. Operator : ASD Inj 

Acg. Instrument : Instrument 3 Inj Volume 

Sequence File : C: VHPCHEMMXSFQUENCENCBS. S 

Method : C:\HPCHEM\1XMETHODSXGENSCAN,M 

Last changed ; 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


7 

Vial 

1 

1 pi 


7 


FfD1 A, (007f0701.D) 


pA - 
350^ 

300- 


CO 

o 


250-j 

i 

i 

200 - 

150 

100 - 



-y-^-:-,-^-,- f -^^^^ j -,-,-.-j-.-,- 

6 a _10_ 12 14 _16__ 18 mill 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 

Sample Amount 

Use Multiplier & 

Dilution 

Signal 

1.0000 

1,0000 
1.00000 
Factor with 

[fleeps] 

I STDs 

(not. used in calc 

Signal 1: FIDl 





Peak RetTime Type 
# [min] 

t i - 

Width 

[min] 

1 - 1 

Area 

[pA*s] 

Height 

[pA] 

Area 

% 

j — \ 

f — 1 

1 1.087 BB S 

1 1 
0.0161 

1 

1.15916e5 1 

. 16551e5 

1 f 

1.000e2 

Totals : 


l,15916e5 1 

. 16551e5 



Results obtained v^ith enhanced integrator! 

End of Report 


Folk_OIG_PRR 045974 


■5 T/T/omn 11./, Q-m aw a c!n 










Data File C:\HPCHEM\a\DATA\008F0801,D 


Sample Name: HEROIN STD 


Injection Date : 7/7/2010 11:53:27 AM Seq. Line 

Sample Name : HEROIN STD Location 

Acq. Operator : ASD Inn 

Acq. Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\l\SEQaENCE\CBS.S 

Method : C:\HPCHEM\1\METHODS\GENSCAN,M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


8 

Vial a 

1 

1 pi 



Area Percent Report 


Sorted By : 

Multiplier 

Dilution ; 

Sample Amount. : 

Use Multiplier & Di.Iution 


Signal 
1.0000 
' 1.0000 
1.00000 
I^actor with 


[fleeps] 
I STDs 


(not used-in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width 
# [min] [min] 


1 1.087 VB S 0.0161 

2 5.091 VV 0.0207 

3 5.677 W 0,0239 


Area Height /Area 

[pA^s] [pA] % 


l,16490e5 l,17065e5 99.69374 

24.95168 18,50930 0.02135 

332,90924 200.28070 0.28491 


Totals 


1.16848e5 1.17284e5 


Results obtained with, enhanced integrator.' 


Qf Report 


P^-irTP 1 r%f 1 

Folk_OIG_PRR_045975 


(- T T/T/omn PM Asn 













Sample Name: BLANK 


Data File C:\HPCHEM\l\DATA\009F090i.D 


Injection Date : 7/7/2010 12:16:53 PM 

Sample Name : BLANK 

Acq. Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\GENSCAH.M 

Last changed ; 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SMPLES 


Seq. Line 
Location 
Inj 

Inj Volume 


9 

Vial 

1 

1 pi 


9 


FI01 A. (009F0901.0) 


pA 

350 

300- 

250- 

200 

150 

100 - 

50 ■ 


s 

I 


~u 


10 


12 


16 


18 min! 


Area Percent Report 


Sorted By : 

Multiplier r 

Dilution : 

Sample Amount . : 

Use Multiplier & Dilution 


Signal 
1.0000 
I.OOOO 
1.00000 
Factor with 


[fleeps] 

ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Type Width 7^rea 

# [min] [min] [pA*s] 


Height Area 

[pA] I 


1 1.087 BB S 0.0158 1.14674e5 1.15893e5 1.000e2 

Totals : 1.14674e5 1.15893e5 

Results obtained with enhanced integrator! 

End of Report 


P ca 1 -f- 1 

Folk_OIG_PRR 045976 















Data File C:\HPCHEM\1\DATA\010F1001.D 


Injection Date : 7/7/2010 12:^0:25 PM 

Sample Name : COKE/CODEINE STD 

Acq, Operator : ASD 

Acq. Instrument ; Instrument 3 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS,S 

Method ; C:\HPCHEM\l\METHODS\GENSCAN.M 

Last changed : 12/15/2008 12:38:16 PM by ASD 

FOR UNKNOWN SAMPLES 


Seq. Line 
Location 
Inj 

Inj Volume 


Sample 


10 

Vial 10 
1 

i pi 


Name: 


COKE/CODEINE STD 





Area Percent Report 


Sorted By 

: Signal 



Multiplier 

: 1.0000 



Dilution 

: 1.0000 



Sample Amount 

: , 1.00000 

[fleaps] 

(not used in calc 

Use Multiplier & 

Dilution Factor with 

ISTDs 



Signal 1: FIDl A, 

Peak RetTime Type 
# [min] 

1 . f r 

Width 

[min] 

Area 

[pA*sj 

f _ , _ , 1 

Height 

tpA] 

Area 

% 

! 

1 

2.087 

1 j 

BB S 

1 

0.0162 

1 

1.18099e5 

1.17517e5 

f 

99.40335 

2 

3.806 

W 

0,0140 

384,41721 

429.00119 

0.32356 

3 

4 . 512 

VB 

0.0167 

324.44946 

298,67291 

0,27309 


Totals : ' l,18807e5 1.182^5e5 


Results obtained v;ith enhanced integrator! 


End of Report 


Folk OIG_PRR_045977 


strument 3 7/7/2010 12:59:25'PM ASD 








Sample Mame: BLANK 


Data File C:\HPCHEM\l\DATA\011Fli01.D 


Injection Date : 7/7/2010 1:03:51 PM 
Sample Name : BLANK 

Acq. Operator : ASD 
Acq. Instrument : Instrument 3 ' 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 
Method : C;\HPCHEM\1\METH0DS\GENSCAN,M 

Last changed : 12/15/2008 12:38:16 PM by ASD 
FOR UNKNOWN SAMPLES 


Seq. Line 
Location 
Inj 

Inj Volume 


: 11 
: Vial 11 
: 1 
: 1 pi 



Area Percent Report 


Sorted By : 

Multiplier : 

Dilution : 

Sample Amount 
Use Multiplier & Dilution 


Signal 

1.0000 

1.0000 

.1.00000 [fleeps] 
Factor v;ith I STDs 


{not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Type 
# [min] 

-I—-!- 

1 1.087 BB S 


Width Area 
[min] [pA*s] 

-- 

0.0159 1.16259e5 


Height 

[pA] 


1.16530e5 


Area 

a. 

o 


1.000e2 



Totals 


l,I6259e5 1.16530e5 


Results obtained vjith enhanced integrator! 


End of Report 


strument- i/i i . r 


Folk OIG_PRR_045978 














Folk OIG PRR 045979 


DRVGLAIimS CONTROL SHEET Ob Bo - / 0 
DRUG lAB ASSIGNEE: 




exv 


VJALSRECEIVED EY 

DA TE (S) ANAL YZED^ 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


J: \07_01_10\728505<D 
DJR 

1 Jul 2010 11:04 

BLANK 

1 

WDRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 






o 


O 


o 




>- 




728505.D Wed Jul 14 09:24:40 2010 Page 1 


Folk OIG PRR 045980 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728506.D 

DJR 

1 Jul 2010 11:17 

MORPHINE STD 

6 

WDRUGS 

RTS 



Ret. Time 

Area 

Area % 

Ratio % 

5.660 

645059 

100.00 

100.00 


728506.D Wed Jul 14 09:24:46 2010 Page 1 


Folk_OIG_PRR_045981 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

J: \07_01__10\728506 .D 
DJR 

1 Jul 2010 11:17 

MORPHINE STD 

6 

WDRUGS 

RTE 


Search Libraries; C;\DATABASE\SLI.L 

C;\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


Library/ID 

CAS# 

Dual 

C:\DATABASE\NIST02.L 



Morphine 

000057-27-2 

99 

Morphine 

000057-27-2 

99 

Morphine 

000057-27-2 

91 



728506.D Wed Jul 14 09:24:47 2010 Page 2 


Folk_OIG_PRR_045982 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728507.D 
DJR 

1 Jul 2010 11:30 

BLANK 

1 

WDRUGS 

RTS 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS* 


728507.D 


Wed Jul 14 09:24:52 2010 


Page 1 


Folk OIG PRR 045983 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \07_01_10\728508,D 
DJR 

1 Jul 2010 11:43 

BLANK 
ASD 
1 

WDRUGS 

RTE 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


728508*D Wed Jul 14 09:25:00 2010 Page 1 


Folk_OIG_PRR 045984 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


J:\07__01_10\728509 .D 
DJR 

1 Jul 2010 11:56 


ASD 

9 

WDRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


2.133 

165863 

1.42 

4.17 

2.779 

2721383 

23.29 

68.35 

3.049 

362193 

3.10 

9,10 

3,372 

166207 

1.42 

4.17 

5.464 

2346263 

20.08 

58.93 

5.528 

105684 

0.90 

2.65 

5.676 

3981614 

34.08 

100.00 

5.935 

1163418 

9.96 

29.22 

6.984 

141288 

1,21 

3.55 

7.466 

528594 

4.52 

13.28 


728509.D Wed Jul 14 09:25:05 2010 Page 1 


Folk OIG_PRR_045985 











Ax-'ea Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728509.D 

OJR 

lJul 2010 11:56 


ASD 
9 

WDRUGS 

RTF 


Search Libr-aries ; C : \DATABASE\SLrI. L 

G:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality; 0 


PK# RT Library/ID 


CAS# Qual 


1 2.13 . G:\DATABASE\NIST02.L 


Phenol, 

3-methyl- 

000108-39-4 

90 

Phenol, 

4-methyl- 

000106-44-5 

90 

Phenol, 

4-methyl- 

000106-44-5 

87 



728509.D Wed Jul 14 09:25:06 2010 


Page 2 


Folk_OIG_PRR_045986 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \07_01__10\728509 .D 
DJR 

1 Jul 2010 11:S6 


ASD 

9 

WDRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02,L 


Minimum Quality; 80 
Minimum Quality: 0 


PK# RT 

Library/lD 

CAS# 

Qual 

2 2.78 

C:\DATABASE\NIST02.L 




Acetaminophen 

000103-90-2 

95 


Acetaminophen 

000103-90-2 

94 


Acetaminophen 

000103-90-2 

91 

'^bundance 

Average of 2.721 to 2,949 min.; 728509.D (-) 
IO 9 




80 


60 


40 


20 


43 


80 


;ni/z-> 10 20 


rrp-f 

30 


53 


40 50 


rryt 

60 


I [ TTT T" 

70 80 


88 96 

rxTJTTTT 

90 


151 


117124 135 


168 180 


I I rn ' i fn i ] i't t i I 'rr i i {T T- ri ' j i i n i i ) i i t j p i 

100 110 120 130 140 160 160 170 180 ISO 200 


207 
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Folk_OIG_PRR_045987 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquisiti onMe t h 
Integrator 


J:\07_01_10\728509.D 

DJR 

1 Jul 2010 11:56 


ASD 
9 

WDRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C; \DATABASE\NIST02 .L 


Minimum Quality: 80 
Minimum Quality: 0 


PKU RT Library/ID 


CAS# Qual 


3 3.05 C:\DATABASE\NIST02.L 

1 (3H) -Isobenzofui-anone, 6, 7-dimetho 000569-31-3 93 
1(3H)-Isobenzofuranone, 6,7-dimetho 000569-31-3 93 
1(3H)-IsobenzofuranonC; 6,7-dimetho 000569-31-3 83 



728509.D 


Wed Jul 14 09:25:09 2010 


Page 4 


Folk_OIG_PRR_045988 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe t h 
Integrator 


J:\07_01_10\728509,D 
DJR 

1 Jul 2010 11:56 


ASD 
9 

WDRUGS 

RTB 


Search Libraries: C:\DATABASE\SLI,L 

C : \DATABASS\NIST02 . L 


Minimum Quality; 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4 3,37 C:\DATABASE\NIST02.L 

4-MSTKOXY-6-METHYL-5,6,7,8-TETRAHYD 1000241-77-6 76 

Hydrocotarnine 000550-10-7 70 

3-Methoxycinnamic acid 006099-04-3 51 



728509,D 


Wed Jul 14 09:25:13 2010 


Page 5 


Folk_OIG_PRR_045989 










Information from Data File: 

File Name : J:\07_01_10\728509.D 

Operator : DJR 

Date Acquired : 1 Jul 2010 11:56 

Sample Name ; 

Submitted by : ASD 

Vial Number : 9 

AcquisitionMeth; WDRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 













Area Percent / Library Search Report 


Information from Data File: 

File Z'Jame ; J;\07_01__10\728509.D 

Operator : DJR 

Date Acquired 
Sample l^ame 
Submitted by 
Vial Number : 9 

AcquisitionMeth; WDRUGS 
Integrator ; RTF 


1 Jul 2010 11 ;S6 


Search Libraries; C;\DATABASE\SLI»L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


6 5.53 C;\DATABASB\NIST02.L 

4'-Methoxycarbonyl-2"hydroxystilben 1000148-27-6 18 
(E)-2-Hydroxy-4 ^-methoxycarbonyl-st 100014 8-27-7 18 
Ergoline-8-methanol, 9,10-didehydro 000602-85-7 11 
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Folk_OIG_PRR_045991 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


J:\07_0l_10\?285D9,D 
DJR 

1 Jul 2010 11:56 


ASD 

9 

WDRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI,L 

C:\DATABASE\NIST02.L' 


Minimum Quality; 80 
Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

7 5.68 

C;\DATABASE\NIST02.L 

Morphine 

000057-27-2 

99 


Morphine 

000057-27-2 

99 


Morphine 

000057-27-2 

99 

Abundance 

1 1 

Average of 5.623 lo 5.824 mirr.: 728509.D (-) 



265 

( 


80 

60 

40) 

20 

0 


162 


42 


115 


59 


10 61 




94 


iMj 


iimt 




28 


I !i ii!( IjJi 


1461 


M 


215 


174 


y 


185 


200 


so i! 


268 


228 242 


y-T-r-i i-T , , r 7-rT-T--rT-p 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

80 

60 

40 

20’ 

0^ 


#109308: Morphine 


2$5 


162 





" f~i"ri~r y j-T'rr - pv m t-p \ | -- r r-r i p i i |*' i-i V - r j ‘ 'rr ) ' t 'j 'i p’TV - j | - 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 
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Folk_OIG_PRR_045992 












Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\07_01__10\728509.D 

Operator : DJR 

Date Acquired r ^^Jul2010 11:56 

Sample Name : 

Submitted by : ASD 

Vial Number ; 9 

AcquisitionMeth: WDRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DAT71BASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 


8 5.94 C:\DATABASE\NIST02.L 

Thebaine 000115-37-7 95 
Thebaine 000115-37-7 95 
IH-Indole, 1,3-dimethyl-5,6-dimetho 156785-73-8 91 



lA^ndance #123423: Thebaine 



728509.D Wed Jul 14 09:25:20 2010 
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Folk_OIG_PRR 045993 








Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\07_01_10\728509.D 

Operator : DJR 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 9 

AcquisitionMe t h; WDRUGS 

Integrator : RTE 


1 Jul 2010 11:56 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 


9 6.98 C:\DATABASB\NIST02-L 

7“-Methoxybenzofuran-2-carboxylic ac 004790-79-8 72 

5,6-Dimethoxy-l-indanone 002107-69-9 72 

Isoquinoline, 1.alpha.-(4-hydroxybe 1000129-07-5 64 


Abundance 

! 80 
60 
40 
20 




Average of 6.936 to 7.106 min.: 728509.D (-) 


66 77 94 105 


177 


148 

122 137'| 162 , 

. ) .it . t 


206218 


281 296 311 i 



728509 .D 


Wed Jul 14 09:25:21 2010 
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Folk_OIG_PRR_045994 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionHeth 
Integrator 


J:\07_01_10\728509.D 
DJR 

1 Jul 2010 11:56 


ASD 
9 

WDRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# 


RT 


Library/ID 


CAS# 


Qual 


10 7.47 C:\DATABASE\NIST02.L 

Papaverine 
Papaverine 
Papaverine 


000058--74-2 

000058-74-2 

000058-74-2 


99 

99 

99 



728509*D Wed Jul 14 09:25:22 2010 
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Folk_OIG_PRR_045995 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728510.D 

DJR 

1 Jul 2010 12:08 

BLANK 
ASD 
1 

WDRUGS 

RTE 


lAbundance' .. TIC: 728510.D 

I 80000 

I ! 

I 60000 

i 

j 40000 



hrime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 



Ret. Time 

Area 

Area % 

Ratio % 

3.860 

682288 

100.00 

100.00 


728510.D Wed Jul 14 09:25:49 2010 Page 1 


Folk OIG PRR 045996 









Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

J:\07_01_10\728510 .D 
DJR 

1 Jul 2010 12:08 

BLANK 
ASD 
1 

WORUOS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 3.86 C:\DATABASS\NIST02.L 

Noscapine 000128-'62“1 90 

Noscapine 000128~62*-1 80 

5-(2,5-Dimethoxy-phenyl)-2H-pyrazol 1000278"26-9 72 



728510.D 


Wed Jul 14 09:25:51 2010 


Page 2 


Folk__OIG_PRR_045997 








Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

J: \ 07__01_10\728511.D 
DJR 

1 Jul 2010 12:21 

BLANK 
ASD 
1 

WDRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


728511.D Wed Jul 14 09:26:07 2010 


Page 1 


Folk_OIG_PRR 045998 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


J:\07_01_10\728512.D 

DJR 

1 Jul 2010 12:34 


ASD 
12 

WDRUGS 

RTF 



Ret. Time Area Area % Ratio % 


2.133 

134508 

1.22 

3.77 

2.689 

153034 

1.38 

4.29 

2.779 

2508217 

22.66 

70.26 

3.055 

281174 

2.54 

7,88 

3.373 

111550 

1.01 

3.12 

5.464 

2004242 

18.10 

56.14 

5.676 

3569808 

32.25 

100.00 

5.851 

142609 

1.29 

3.99 

5.935 

1377328 

12.44 

38.58 

6.979 

161517 

1.46 

4.52 

7.466 

626202 

5.66 

17.54 
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Folk_OIG_PRR_045999 








Area Percent / Library Search Report 


Information from Data File^ 

File Name : J :\07__01_10\728512 ,D 

Operator ; DJR 

Date Acguired 
Sample Name 
Submitted by 
Vial Number : 12 

AcquisitionMeth: WDRUGS 
Integrator r RTE 


1 Jul 2010 12:34 



ASD 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 2.13 C:\DATABASE\NIST02.L 


Phenol/ 

4-methyl- 

000106-44-5 

90 

Phenol, 

3-methyl- 

000108-39-4 

87 

Phenol/ 

4-methyl- 

000106-44-5 

87 




728512,D Wed Jul 14 09:26:15 2010 


Page 2 


Folk OIG PRR 046000 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator . 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01__10\728S12 ,D 
DJR 

1 Jul 2010 12:34 


ASD 

12 

WDRUGS 

RTF 


Search Libraries: C;\DATABASE\SLI.L 

C;\DATABASE\NIST02 * L 


Minimum Quality: 80 
Minimum Quality; 0 


Library/ID 

CAS# 

Qual 

C:\DATABASE\NIST02.L 



m”Isopropylani1ine 

005369-16-4 

42 

Propanamide, 2 -amino-3 -phenyl 

010268-79-8 

38 

2 *" Isocyanatopyridine 

004737-19-3 

38 



728512.D 


Wed Jul 14 09:26:16 2010 
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Folk_OIG_PRR 046001 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acqu isitionMe t h 
Integrator 


J:\07_01_10\728512.D 

DJR 

1 Jul 2010 12:34 


ASD 

12 

WDRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 80 


C:\DATABASE\NIST02.L 

Minimum Quality: 0 

PK# 

RT Library/ID 

CAS# Qual 

3 

2.78 C:\DATABASE\WIST02.L 



Acetaminophen 

000103-90-2 95 


Acetaminophen 

000103-90-2 91 


Acetaminophen 

000103-90-2 91 



728512,D 


Wed Jul 14 09:26:17 2010 


Page 4 


Folk_OIG_PRR_046002 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728512.D 
DJR 

1 Jul 2010 12:34 



Search 

Libraries: C : \DATABASE\SLI .L 

C: \DATABASE\NIST02.L 

Minimum Quality 
Minimum Quality 

o o 

CO 

PKft 

RT Library/ID 

CAS# 

Qual 


4 3.05 C:\DATABASE\N1ST02,L 

1(3H)“Isobenzofuranone, 6,7-dimetho 000569“31“3 86 
1(3H)-Isobenzofuranone, 6,7-dimetho 000569-31-3 86 
1(3K)-Isobenzofuranone; 6;7-dimetho 000569-31“3 81 



728512.D Wed Jul 14 09:26:18 2010 Page 5 


Folk OIG PRR 046003 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


J:\07_01_10\728512 

DJR 

1 Jul 2010 12:34 


ASD 

12 

WDRUGS 

RTE 


.D 


Search Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Oual 


5 3.37 C:\DATABASE\NIST02.L 

Hydrocotarnine 000550-10-7 97 

4-METHOXY-6-METHYL-5,6,7,8-TETRAHYD 1000241-77-6 76 

2-Benzothiazolamine, 5,6-dimethyl- 029927-08-0 41 



728512.D Wed Jul 14 09:26:20 2010 
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Folk_OIG_PRR_046004 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


J:\07_01_10\728512.D 

DJR 

1 J ul 2010 12:34 

fsD 

12 

WDRUGS 


Integrator 

: RTE 


Search 

Libraries: C;\DATABASE\SLI,L 

C:\DATABASE\NIST02.L 

Minimum Quality: 80 
Minimum Quality; 0 

PK# 

RT 

Library/ID 

CAS# Oual 

6 

5.46 

C:\DATABASE\NIST02.L 

Codeine 

Codeine 

Codeine 

000076-57-3 99 
000076-57-3 99 
000076-57-3 98 




728512.D Wed Jul 14 09:26:21 2010 
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Folk_OIG_PRR_046005 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


J: \07__01_10\728512 .D 
DJR 

1 Jul 2010 12;34 


Vial Number 
AcquisitionMe th 
Integrator 


12 

WDRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L 

C : \DATABASE\NIST02 . L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


5.G8 C:\DATABASE\NIST02.L 
Morphine 
Morphine 
Morphine 


000057-27-2 99 
000057-27-2 99 
000057-27-2 98 



728512.D 


Wed Jul 14 09:26:22 2010 


Page a 


Folk_OIG_PRR_046006 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J; \ 07__01_10\728512 .D 
DJR 

1 Jul 2010 12:34 



12 

WDRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\NIST02,L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


8 5.85 C:\DATABASE\NIST02,L 

3,6-Dimethoxy-4-phenanthrol 000481-81-2 93 
p-Dimethylaminobenzylidene p-anisid 001749-04-8 46 
9H-Thioxanthen-9-one, 2-(1-methylet 005495-84-1 45 




Folk OIG PRR_046007 


728512.D 


Wed Jul 14 09:26:23 2010 


Page 9 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728512.D 

DJR 

1 Jul 2010 12:34 


ASD 

12 

WDRUGS 

RTS 


Search Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


9 5.94 C:\DATABASE\NIST02.L 

Thebaine 000115-37-7 94 
IH-Indole, 1;3-dimethyl“5,6-dimetho 156785-73-8 91 
Thebaine 000115-37-7 90 



728512,D Wed Jul 14 09:26:24 2010 


Page i0 


Folk OIG PRR 046008 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


J:\07_01_10\728512.D 
DJR 

1 Jul 2010 12:34 


ASD 

12 

WDRUGS 

RTF 


Search Libraries: Ct\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


10 . 6.98 C:\DATABASE\NISTO2,L 

la,9b-Dihydro-lH-cyclopropa[a]anthr 006109-24-6 53 

Anthracene, 1-methyl- 000610-48-0 53 

(-)"1,2,3,4-Tetrahydroisoquinoline/ 1000128-00-5 50 


Abundance 
! 80 


Average of 6.936 to 7.053 min,: 728512.D (*) 
192 



60 

40 


20 


177 




OVy-r 

20 


42 53 65 77 
I , . vr, I 

_^ 60 80 


94 105 122 137 162 

■I'l I VI iTj'i ,-f-iVi+vr-rV- 

100_120 140 160 


1, ,1 204 218 

7 t V'j j I j , j f I 

180 200 220 


267 282 294 310 

' ! ' ^ .-■T-p-l I i 1*1 I / » I i , i . 

240 260 280 300 



728512.D 
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Folk_OIG_PRR 046009 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \ 07_01__10\728512 .D 
DJR 

1 Jul 2010 12;34 


ASD 
12 

WDRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality; 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

11 7.47 

C: \DATABASE\NIST02 , L 




Papaverine 

000058-74-2 

99 


Papaverine 

000058-74-2 

99 


Papaverine 

000058-74-2 

99 




728512.D Wed Jul 14 09;26;26 2010 
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Folk_OIG_PRR 046010 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; J:\07_01__10\728513.D 

Operator : DJR 

Date Acquired : 1 Jul 2010 12:47 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: WDRUGS 

Integrator : RTE 



Abundance 

i 

! 

I 100000 

50000 


fl'l ITTl'n-l t 1 1 M I 1 f 1 1 i'll . I I . 11 1 (Tn-r-i , I I t I rr . . | i . i , , , , rv in i i , , , , i , i , , i | , i ,-i f i 

h'imer-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 



Ret. Time 

Area 

Area % 

Ratio % 

3.876 

1041553 

100.00 

100.00 


728513.D Wed Jul 14 09:26:35 2010 Page 1 


Folk OIG PRR 046011 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\07_01_10\728513.D 

DJR 

1 Jul 2010 12:47 

BLANK 
ASD 
1 

WDRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02,L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 3.88 C:\DATABASE\NIST02.L 

Noscapine 000128-62“! 90 

Noscapine 000128-62“! 78 

5-(2,5”Dimethoxy-phenyl)-2H“pyra2ol 1000278-26-9 72 


•Abundance 

i 

! 80 

j 60 

j 40 


Average of 3.680 lo 4.066 min.: 728513.D (-) 
2^0 


20 


205 


63 QQ 104^ If 132 16317719P 


366 




728513 .D 


Wed Jul 14 09:26:37 2010 


Page 2 


Folk_OIG_PRR_046012 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


J:\07_01_10\728514.D 

DJR 

1 Jul 2010 13:00 

BLANK 
ASD 
1 

WDRUGS 

RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


728514.D Wed Jul 14 09:26:41 2010 


Page 1 


Folk OIG PRR 046013 








Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\07_01_10\728517.D 

Operator : DJR 

Date Acquired : 1 Jul 2010 13:38 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMe th r WDRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


Folk OIG PRR 046014 


728517.D 


Wed Jul 14 09:27:23 2010 


Page 1 









Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \07__01_10\728518 .D 
DJR 

1 Jul 2010 13:51 

MORPHINE STD 


WDRUGS 

RTE 



Ret. Time 

Area 

Area % 

Ratio % 

5.660 

1417303 

100.00 

100.00 


728518.D Wed Jul 14 09:27:29 2010 


Page 1 


Folk OIG PRR 046015 













Area Percent / Library Search Report 


Information from Data File: 

File Name : J;\07_01_10\728518.D 

Operator : DJR 

Date Acquired ; 1 Jul 2010 13:51 

Sample Name ; MORPHINE STD 
Submitted by : 

Vial Number : 6 

AcquisitionMeth; WDRUGS 
Integrator : RTE 


Search Libraries: C;\DATABASE\SLI,L Minimum Quality: 8 0 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5,66 

C: \DATABASB\NIST02 , L 





Morphine 

000057-27-2 

99 



Morphine 

000057-27-2 

99 



Morphine 

000057-27-2 

98 




Folk_OIG_PRR_046016 


728518 .D 


Wed Jul 14 09:27:31 2010 


Page 2 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator. 


J: \07_01__10\72 8519,D 
DJR 

1 Jul 2010 14;03 

BLANK 

1 

DRUGS 

RTF 



Ret, Time Area Area % Ratio % 


INTEGRATED PEAKS* 


28519 ,D 


Folk_OlG_PRR_046017 


Wed Jul 14 09:27:35 2010 


Page 1 










T 


SAMPLE # 


AGENCY 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM6\07_06_10\729295.D 

DJR 

8 Jul 2010 2; 41 

BLANK 

2 

GENSCN 

RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS* 


o 




(9 


0 


O' 




729295.D Wed Jul 14 07:51:07 2010 Page 1 


Folk OIG PRR 046019 












Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM6\07_06_10\729296 . D 
DJR 

8 Jul 2010 3:05 

OPIUM STD PREP 07/07/2010 

96 

GENSCN 

RTS 



Ret * Time 

Area 

Area % 

Ratio : 

8,173 

255526 

8,40 

12.78 

8.357 

1999790 

65.77 

100.00 

8.600 

273008 

8.98 

13.65 

9.869 

227975 

7.50 

11.40 

12.424 

284315 

9.35 

14,22 


729296.D 


Wed Jul 14 07:51:13 2010 


Page 1 


Folk_OIG_PRR 046020 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D: \sySTSM6\07_06_10\729296. D 

Operator i DJR 

Date Acquired r 8 Jul 2010 3:05 

Sample Name : OPIUM STD PREP 07/07/2010 

Submitted by 

Vial Number : 96 

AcquisitionMeth: GSNSCN 

Integrator : RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 80 

C;\DATABASE\NIST02.L Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

8.17 

C:\DATABASE\NIST02.L 





Codeine 

000076-57-3 

99 



Codeine 

000076-57-3 

99 



Codeine 

000076-57-3 

95 



729296.D Ned Jul 14 07;51;15 2010 


Page 2 


Folk_OIG_PRR 046021 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SySTEM6\07__06__10\729296 .D 
DJR 

8 Jul 2010 3:05 

OPIUM STD PREP 07/07/2010 

96 

GENSCN 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


8.36 C:\DATABASE\NIST02.L 
Morphine 
Morphine 
Morphine 


000057-27-2 99 
000057-27-2 99 
000057-27-2 99 



729296.D 


Wed Jul 14 07:51:16 2010 


Page 3 


Folk_OIG_PRR_046022 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTBM6\07_06_10\729296.D 
DJR 

8 Jul 2010 3:05 

OPIUM STD PREP 07/07/2010 

96 

GENSCN 

RTE 


Search Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\NIST02,L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


3 8.60 Ct\DATABASE\NIST02,L 

Thebaine 000115-37-7 96 

IH-Indole, 1,3-dimethyl-5,6-dimetho 156785-73-8 94 

Cobalt/ (1/5-cyclooctadiene){.eta.- 1000151-80-3 93 


Abundance 


80 


Average of 8.541 to 8J13 min,: 729296,0 (-) 


296 


60 

40 

20 


42 


30 


58 


76 102115^27 

xiuSLwWtM ■ 


W2“-> 


242 

139'f'f '82,ss 2,1® ; 


255267280 


327 3551 


1^1 ly i <’ H ” [ t rr lql'V vq ^i ^ ' n yrV ;' q p | 1 P" ’ f iTTr j rr< i j 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 

80 
60 
40 

20 i 


#123422: Thebaine 


296 


42 


^,8 70 84 96 109 125 139152165 162,^211 227 


242 


m/z-> 


^rVrjn 

40 60 


254 267280 

i. .,.Ji 


100 


: 'j i^ ' i I ' r -* )’I I i "i g- YT ^' 1rM -T i ‘ ^ i- | , t* t|VV i r |' i 'i , t ^-j , i i I' Ti } i T i r-p 

120 140 160 180 200 220 240 260 280 300 320 340 


729296.D Wed Jul 14 07:51:19 2010 Page 4 


Folk_OIG_PRR_046023 






Area Percent / labrary Search Report 


Information from Data File: 

File Name ; D : \SYSTEM6\07_06__10\7292 96 , D 

Operator : DJR 

Date Acquired : 8 Jul 2010 3:05 

Sample Name : OPIUM STD PREP 07/07/2010 

Submitted by : 

Vial Number : 96 

AcquisitionMe t h: GENS CN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID 

CAS# 

Qual 

4 9.87 C:\DATABASE\NIST02.L 



Papaverine 

000058-74-2 

99 

Papaverine 

000058-74-2 

99 

Papaverine 

000058-74-2 

95 



Folk OIG PRR_046024 


729296.D 


Wed Jul 14 07:51:20 2010 


Page 5 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM6\07__06_10\7292 96 ,D 
DJR 

8 Jul 2010 3:05 

OPIUM STD PREP 07/07/2010 

96 

GENSCN 

RTE 


Search Libraries; C:\DATABASE\SLI.L 


PK# RT 


Minimum Quality: 80 


C:\DATABASE\NIST02.L 

Minimum Quality 

: 0 

Libi*ary/ID 

CAS# 

Qual 

C:\DATABASE\NIST02.L 



Noscapine 

000128-62-1 

80 

Noscapine 

000128-62-1 

78 

Noscapine 

000128-62-1 

64 


12.42 


Average of 12.359 to 12.673 min.; 729296.D (-) 

2i0 


Abundance 

80 
60 
40 

20 

O 'm i I I I n ' fU I' V' I I n 1 j i Vrrp i V i [ I' l") ly i 'M Vf mYi | Ti r i yr - o-q -T j t' l I y I p I I ir-< T-r- T - p - TTT| - T i i i } i 

hl/ 2->> 20 40 60 80 10Q 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400_i 


205 


^2 58 7 96 119 147 ^55 

» i' l l I n I 1 r-f m f h 


253 282 


327 356 


Abundance 

i 

j 80 

I 60 

40 

20 


#158949; Noscapine 

2|0 


205 


15 




118 


147 

A 


176 


236 


h/z-> 


O ' l j ) r i V)'[ /i ' t |Vi V T'‘ | -t- 'n‘ i ’[i'i ‘ )'g ' i i’ i" i I ri 'i i ^*1’ rrfp i 'l’ i' |Vi < tY» m t f I t rrp - TX T j t-i-t t j 1 n ^ ^ i m i j 1 m 1 j 


369 


41 : 

r‘ |T r I ! 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


729296.D 


Wed Jul 14 07:51:21 2010 


Page 6 


Folk OIG PRR 046025 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

D;\SYSTEM6\07_06_10\729297.D 
DJR 

8 Jul 2010 3 :29 

BLANK 

2 

GENSCN 

RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


729297.D Wed Jul 14 07:51:36 2010 


Page 1 


Folk OIG PRR 046026 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


D;\SYSTEM6\07_06_10\72 92 98 .D 
DJR 

8 Jul 2010 3:53 

BLANK 
ASD 
2 

GENSCN 

RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


729298,D Wed Jul 14 07:51:40 2010 Page 1 


Folk_OIG_PRR_046027 







Folk_OIG_PRR_046028 





Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM6\07 
DJR 

8 Jul 2010 



06 10\729299-D 


4 : 17 


Search Libraries; C;\DATABASS\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality; 80 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


5.71 C:\DATABASE\NIST02 .h 
Acetaminophen 
Acetaminophen 
Acetaminophen 


000103'90’-2 95 
000103-90-2 94 
000103-90-2 91 



729299.D 


Wed Jul 14 07;51;45 201D 


Page 2 


Folk_OIG_PRR_046029 

















Area Percent / Library Search Report 


Information from Data Pile: 

File Name ; D:\SYSTEM6\07_06_10\729299.D 

Operator : DJR 

Date Acquired : 8 Jul 2010 4:17 

Sample Name : 

Submitted by : 

Vial Number ; 99 

AcquisitionMeth: GENSCN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 


2 8.18 C:\DATABASE\NIST02.L 

Codeine 000076-57-3 99 
Codeine 000076-57-3 99 
Codeine 000076-57-3 95 




729299,,D Wed Jul 14 07:51:46 2010 


Page 3 


Folk_OIG_PRR_046030 









Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 

Sample Name _ 

Submitted by : ASD 

Vial Number : 99 

AcquisitionMeth: GENSCN 
Integrator : RTE 


D:\SYSTEN6\07_06_10\729299.D 
DJR 

8 ilul 2010 4 : 17 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality; 0 


PK# RT Library/ID 


CAS# Qual 


3 8.36 C;\DATABASE\NIST02.L 


Morphine 

000057-27-2 

99 

Morphine 

000057-27-2 

99 

Morphine 

000057-27-2 

99 



729299,D ^ Wed Jul 14 07;51:47 2010 


Page 4 


Folk_OIG_PRR_046031 










Area Pei^cent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM6\0 7_06_10\729299.D 
DJR 

8 Jul 2010 4:17 


ASD 

99 

GENSCN 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PKU RT Library/ID 


CAS# Qual 


4 8.60 C:\DATABASE\NIST02.L 

Thebaine 000115-37-7 99 
Thebaine 000115-37-7 91 
IH-Indole, 1;3-dimethyl-5,6“dimetho 156785-73-8 91 


iAbundance 

80 

60 
40 
20 


Average of 8.635 to 8.748 min.: 729299.0 (-) 


42 


m/z--> 


T~r~rrT 

40 


.. 139^^2165 

! 70 102115127 [ ! I 


60 


80 


100 


182 ^ 211^23 

A .A .LI 


295 


242 

j] 264267 280 

. ^4.... jM. 


120 140 160 *180 200 


*■' i ' * ' ' T' ' ' M 
220 240 260 


r-T—prr 

280 


327 


300 320 


340 


355 ! 



729299,D 


Wed. Jul 14 07:51:48 2010 


Page 5 


Folk OIG PRR 046032 
















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by r 
Vial Number : 
AcquisitionMe th ; 
Integrator : 


Data File: 

D:\SYSTElvf6\07 

DJR 

8 Jul 2010 

99 

GENSCN 

RTE 


_06_10\729299.D 
4 : 17 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02,L Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

5 

9.87 

C:\DATABASE\NIST02,L 





Papaverine 

000058-74-2 

98 



Papaverine 

000058-74-2 

95 



Papaverine 

000058-74-2 

86 



m/z--> 20 40 60 8Q 100 120 140 160 180 2Q0 220 24Q 260 280 300 320 340 360 380 400 

iAbundance #136723: Papaverine 



729299.D 


Wed Jul 14 07:51:49 2010 


Folk OIG PRR 046033 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D : \SYSTEM6\07__06_10\729299 , D 

Operator r DJR 

Date Acquired : 4:17 

Sample Name : 

Submitted by : ASD 

Vial Number : 99 

AcguisitionMeth: GENSCN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02,L Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

6 12.43 

C:\DATABASE\NIST02.L 




Noscapine 

000128-62-1 

87 


Noscapine 

000128-62-1 

86 


Noscapine 

000128-62-1 

78 



729299.D 


Jul 14 0-7:51: 50 2010 


Page 7 


Folk OIG PRR 046034 















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Di \SYSTEM6\07_06__10\729200\D 
DJR 

8 Jul 2010 4:41 

BLANK 
ASD 
2 

GENSCN 

RTE 




2.00 4.00 

T— 1 — 1 — \ — 1 —f—!—(—[—r™r 
6.00 8.00 

. . , i j 

10.00 

-r-T-Y-r-T--r- . | i . .^ 

12.00 14.00 16.00 

- -r -V j T 

18.00 


Ret. 

Time 

Area 

Area 

% Ratio % 



INTEGRATED 

PEAKS* 





729200.D 


Wed Jul 14 07:52:10 2010 


Page l 


Folk OIG PRR 046035 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM6\07_06_10\728740.D 

Operator : DJR 

Date Acquired : 8 Jul 2010 5:05 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number ; 2 

AcquisitionMeth: GENSCN 

Integrator : RTE 


^ndance . . ... TtC; 728740.D 



i Tjme-> 2.00 4.DO 6.00 8.00 10.00 12.00 _ 14.00 _16.00 18,0 0 

Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS 


Wed Jul 14 07:52:18 2010. Page 1 


728740,D 


Folk_OIG_PRR_046036 






Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D:\SYSTEM6\07_06_10\728741.D 

Operator : DJR 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 4 

AcquisitionMeth: GENSCN 
Integrator : RTE 


^^ru^2010 5:29 


Abundance 


TO:728741.D 



Ret. Time 

Area 

Area % 

Ratio 

5.707 

828066 

16.48 

43.48 

8.179 

923078 

18.37 

48.47 

8.363 

1904289 

37,91 

100.00 

8.606 

702159 

13.98 

36.87 

9.869 

182498 

3.63 

9,58 

12.424 

483622 

9.63 

25.40 


728741 .D 


Wed Jul 14 07:32:22 2010 


Page 1 


Folk_OIG_PRR_046037 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM6\07_06_10\72S741.D 
DJR 

8 Jul 2010 5:29 

4 

GENSCN 

RTB 


Search 

Libraries: C:\DATABASB\SLI.L 

Minimum Quality: 80 


C:\DATABASE\N1ST02.L 

Minimum Quality; 0 

PK# 

RT Library/ID 

CAS# Qual 

1 

5,71 C:\DATABASE\NIST02.L 



Acetaminophen 

000103-90-2 95 


Acetaminophen 

000103-90-2 94 


Ac e taminophen 

000103-90-2 91 


’^biindance 


aOi 


60 


40' 

i 


1 20 

43 

0 

31 

■TTT'TY'T-rrTTTT'rtyfx 


Average of 5.659 to 5.784 min.; 728741.D (-) 
1^9 


.151 






Folk_OIG_PRR 046038 


728741.D 


Wed Jul 14 07:52:23 2010 


Page 


2 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


D:\SYBTEM6\01__06_10\12B741 .D 
DJR 

8 Jul 2010 5:28 


ASD 

4 

GENSCN 

RTF 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 


2 8.18 C:\DATABASE\NIST02.L 

Codeine 000076-57-3 99 
Codeine 000076-57-3 99 
Morphinan-6-ol, 7,8-didehydro-4,5-e 000509-64-8 94 




Folk OIG_PRR_046039 


728741.D 


. Wed Jul 14 07:52:25 2010 


Page 3 ‘ 












Area Percent / Library Search Report 


Information from Data File? 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


D: \SYSTEM6\07__06_10\728741 .D 
DJR 

8 Jul 2010 5?29 


ASD 

4 

GENSCN 

RTE 


Search Libraries: C:\DATABASE\SLI.Lj 

C: \DATABASE\NIST02 . L 


Minimum Quality: 80 
Minimum Quality: 0 


PK}} RT 

Library/ID 

CAS# 

Qual 

3 8.36 

C;\DATABASE\NIST02.L 

Morphine 

000057-27-2 

99 


Morphine 

000057-27-2 

99 


Morphine 

000057-27-2 

99 

^Abundance 

Average of 8.315 to 8.475 rrrin.; 728741 .D (-) 

265 

i 




Folk OIG PRR_046040 


728741.D 


Wed Jul 14 07:52:27 2010 


Paae 


4 























Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


D:\SYSTEM6\07_06_10\728741 .D 
DJR 

8 Jul 2010 5:29 


ASD 

4 

GENSCN 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATAEASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4 8.61 C:\DATABASE\NIST02.L 

Cobalt, (1,5-cyclooctadiene){.eta.~ 1000151-80-3 95 

Thebaine 000115-37-7 94 

IH-Indole, 1,3-dimethyl-5,O-dimetho 156785-73-8 93 


Abundance 

I 

j 80 

t 60 

I 


Vn/z-> 


Average of 8.535 to 8.683 min.: 728741.D (-)“ 


3 1 


296 



^' vi .i r - j 1 T 'T r j ’r jr T r y-r-r- 1- T } > i i ryr ~ / ~ T -r j } r i r ( i j i ‘ r r t -Cr - r r r j- 1 i i r| i i - t t-} - . 

80_100 120 140 160 180 2QQ 220 240 260 280 300 320 



Folk OIG_PRR_046041 


728741.D 


Wed Jul- 14 07:52:28-2010 


Page 5 














Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SySTEM6\07_06_10\728741.D 

Operator : DJR 

Date Acquired ; 8 Jul 2010 5:29 

Sample Name ; 

Submitted by : ASD 

Vial Number : 4 

AcquisitionMeth: GENSCN 
Integrator : RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 


5 9,87 C:\DATABASE\NIST02.L 


Papaverine 

000058-74-2 

99 

Papaverine 

000058-74-2 

97 

Papaverine 

000058-74-2 

96 


'Abundance Average of 9.839 to 10.029 min.: 728741.D {-) 

I j 324^^® 



728741.D 


Ned Jul 14 07:52:29 2010 


Folk^OIG PRR 046042 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acqiiired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMeth 
Integrator 


D:\SYSTEM6\07_06_10\728741.D 
DJR 

8 Jul 2Q10 5:29 


ASD 
4 

GENSCN 

RTE 


Search Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\N1ST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


Library/ID 

CAS# 

Qual 

n;\DATABASE\NIST02.L 



Noscapine 

000128-62-1 

90 

Noscapine 

000128-62-1 

83 

Noscapine 

000128-62-1 

78 



Folk 01G_PRR_046043 


n 


n /I 

















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


D:\SYSTEM6\07_06_10\728742 
DJR 

8 Jul 2010 5:53 

BIVUSIK 
ASD 
2 

GENSCN 

RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


728742.D 


Wed Jul 14 07:52:34 2010 


Paap T 


Folk_01G_PRR_046044 






